ANNUAL INDEX, 1974—VOL. 8 


COURSES 


Electrical Safety—2, Course 43 C1(43) 
Electrical Safety—3, Course 44 C1(44) 
Electrical Safety—4, Course 45 C1(45) 
Electrical Safety—5, Course 46 C1(46) 
Electrical Safety—6, Course 47 C1(47) 
Electrical Safety—7, Course 48 C1(48) 


ARTICLES 


Acceleration/ Vibration, Annual Staff Sur- 
vey 77(48) 


Air Processing, Gladys E. Power, Robbins 
Aviation, Inc. 78(44) 

Annular Averaging Flow Measurement, 
Peter Dieterich, Ellison Instrument Divi- 
sion 68(49) 


Bridges & Potentiometers, Annual Staff 
Survey 65(45) 


Broadcasts of Standard Frequencies and 
Time Signals: Part Il, Dr. Henry Richter, 
Kinemetrics, Inc. 70(44) 


Capacitive Pressure Transducers, Annual 
Staff Survey 84(45) 


Computer-Controlled Test System, Dale 
Schmidt, Data/Ware Development, Inc. 
62(46) 


Control, M. H. Aronson 65(47) 


Deadweight Testers, Annual Staff Survey 
96(48) 

Differential-Pressure Calibrating Appara- 
tus, Elliott Moser and Claude E. Miks, 
Ruska Instrument Corporation 49(46) 


Digital Plotters, Robert Abler, Varian Data 
Machines, and Annual Staff Survey 60(48) 


Digital Testing Techniques, Victor S. 
Ivashin, Data Test Corporation 86(47) 


Digital U-Tube Sonar Manometer, William 
Henderson, Wallace & Tiernan Div., 
Pennwalt 60(46) 


Digital Voltmeters, Panel Meters, Annual 
Staff Survey 49(48) 


Electron Microscopes, Annual Staff Survey 
116(43) 


Flow Measurement by Fluidics, Richard 
Wirth, FiuiDynamic Devices, Ltd. 68(47) 


Fluidics, Annual Staff Survey 72(47) 


Force Measurement, Annual Staff Survey 
99(47) 

Galvanometer Direct-Writing Recorders, 
Annual Staff Survey 101(44) 


How to Identify Flutter and Wow, Henry 
Bickel, Federal Scientific Corporation 
80(45) 


Lasers, Annual Staff Survey 50(46) 


Leasing Equipment, John C. Keller, 
Graham Capital Corporation 124(43) 


Logic, Annual Staff Survey 76(47) 


Magnetic Measurements, Materials and 
Shielding, Annual Staff Survey 87(45) 


Mass Flow, Annual Staff Survey 70(40) 


Moisture and Humidity, Annual Staff Sur- 
vey 65(43) 

Operational Amplifiers and Electrometer 
Amplifiers, Annual Staff Survey 81(47) 


Optical Data Digitizer, Gary M. Fitton, 
EMR Photoelectric 65(44) 


Own Your Own Shaker?, Wayne Tustin, 
Tustin Institute of Technology 86(44) 


Piezoelectric Pressure Transducers, An- 
nual Staff Survey 92(47) 


Pitot / Thermal Gas Flow Probe with Purge, 
William C. Baker and James F. Pouchot, 
Teledyne Hastings-Raydist 72(48) 

Potentiometer Recorders, Annual Staff 
Survey 92(48) 

Potentiometric Pressure Transducers, An- 
nual Staff Survey 109(43) 


Proximity and Dimensional Measurement, 
Annual Staff Survey 87(48) 

Radiation and Temperature, Annual Staff 
Survey 80(43) 

Reluctive, Inductive, and Eddy-Current 
Pressure Transducers, Annual Staff Sur- 
vey 64(46) 

Resistance and Thermistor Thermometry, 
Annual Staff Survey 85(44) 

Rotameters, Annual Staff Survey 74(46) 


Sonic Digitizer, Rolf Kates, Science Acces- 
sories Corp 120(43) 

Spectrum Analyzers, Annual Staff Survey 
76(45) 

Standard R, L, C, E. Loebe Julie of Julie 
Research, Laboratories and Annual Staff 
Survey 57(46) 

Strain-Gage Pressure Transducers, Annual 
Staff Survey 110(44) 

The What Number?, Norton H. Goldstein, 
Boeing Co. 75(47) 

The What Number?, Norton H. Goldstein, 
Boeing Co. 71(48) 

Thermocouples and Accessories, Annual 
Staff Survey 108(45) 


Thermocouple Simulator/Calibrator, Jack 
Jaquay, Ectron Corp. 106(45) 


Three-Mode Controller, M. H. Aronson 
102(48) 


Timing and Programming Equipments, 
Annual Staff Survey 74(44) 


Torque Measurement, Annual Staff Survey 
91(43) 


Turbine Flowmeters, Annual Staff Survey 
102(43) 


Viscometers, Annual Staff Survey 99(45) 


X-Y Recorders, Annual Staff Survey 107 
(47) 


AUTHORS 


Abler, Robert, Digital Plotters 60(43) 

Aronson, Milton H., Control 65(47) 

Aronson, Milton H., Three Mode Controller 
102(48) 


Baker, William C. and Pouchot, James F., 
Pilot/ Thermal Gas Flow Probe with Purge 
72(48) 


Bickel, Henry, How to Identify Flutter and 
Wow 80(45) 


Dieterich, Peter, Annular Averaging Flow 
Measurement 68(48) 


Fitton, Gary M., Optical Data Digitizer 
65(44) 


Galley, Robert, Turbine Flowmeters 102 
(43) 


Goldstein, Norton H., The What Number? 
75(47) 


Goldstein, Norton H., The What Number? 
71(48) 


Henderson, William, Digital U-Tube Sonar 
Manometer 60(46) 


Ivashin, Victor S., Digital Testing Tech- 
niques 86(47) 


Jaquay, Jack, Thermocouple Simulator/ 
Calibrator 106(45) 


Julie, Loebe, Standard R, L, C, E 57(46) 
Kates, Rolf, Sonic Digitizer 120(43) 


Keller, John C., Leasing Equipment '24 
(43) 


Moser, Elliott and Miks, Claude E., Dif- 
ferential-Pressure Calibrating Apparatus 
49(46) 


Power, Gladys E., Air Processing 78(44) 


Richter, Dr. Henry, Broadcasts of Standard 
Frequencies and Time Signals; Part I 
70(44) 


Schmidt, Dale, Computer-Controlled Test 
System 62(46) 


Tustin, Wayne, Own Your Own Shaker? 
68(44) 


Wirth, Richard, Flow Measurement by 
Fluidics 68(47) 


BOOK OF THE MONTH 


Dangerous Properties of Industrial Ma- 
terials, Third Edition, N. Irving Sax, et al, 
Van Nostrand and Reinhold Co. 115(47) 


Manual on the Use of Thermocouples in 
Temperature Measurement; ASTM 
Special Publication 470A 109(45) 


HEART WATCHER 


The Heart Watcher Newsletter No. 5 
125(43) 


The Heart Watcher Newsletter No. 6 
125(44) 

Heart Watcher Newsletter No. 7 127(45) 

Heart Watcher Newsletter No. 8 81(46) 

Heart Watcher Newsletter No. 9 109(48) 


MEASUREMENTS & DATA 











